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This finger-tip save by the 
Margate "keeper. from a shot 
by. Paul Bates, pushed the ball 
round the post for a corner- 
kick, from which came the 
Wanderers! first goal in the 
F.A. Cup game at Loakes 
Park. 


Flashback to November 3rd, 1956, when Wanderers entertained Margate in the Fourth 
Qualifying round. The Blues went down 4-2 with Len Worley and Cliff Trott scoring their goals. 
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